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peroxisome proliferator-activated receptor stimulation and, 
l 
Female-controlled methods, of HIV prevention, dextrin sul- 
fate in, 391] 
Fenofibrate 
efficacy and safety of for antiretroviral therapy-associated 
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HTLV-2/HIV-1 coinfection, increased risk of developing 
peripheral neuropathy with, 440 
Hyperinsulinemic-euglycemic clamp, in improved insulin 
sensitivity, 163 
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Leptin levels, in HIV-infected subjects with insulin resistance 
and body fat redistribution, 514 
Letters to editor 
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Lymphocytes, reduced DNA repair capacity in among opiate 
addicts, S78 
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clinical and radiographic predictors for, 291 
with HAART treatment, 171 
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antiretroviral therapy-associated, management of, 257 
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patients (letter), 363 
Methamphetamine, interaction of with HIV infection, S62 
Microbicide, vaginal, 391 
Microglial infection 
with drug abuse and HIV infection, $35 
in HIV-1-associated dementia, $43 
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Multidrug resistance, after treatment interruption, 137 
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HIV-associated lipodystrophy syndrome with (letter), 253 
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